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UNCLASSIFIED 

PAGE 01 TOKYO 11801 111001Z 
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ACTION HEW-08 

INFO OCT-01 EA-07 ISO-OO SCI-01 DRC-01 RSC-01 /019W 

100865 

R 110955Z SEP 74 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 4500 

UNCLAS TOKYO 11801 

E.O. 11652: N/A 

TAGS: OTRA, OGEN, TBIO, JA 

SUBJECT: FDA ENGINEERS' VISIT TO JAPAN: CONTROL OF RADIATION FROM 
MICROWAVE OVENS 

REF: TOKYO 10924 

DEPT PASS TO DHEW FOR ROBERT G. BRITAIN, DIRECTOR, DIVISION 
OF COMPLIANCE, BUREAU OF RADIOLOGICAL HEALTH, FDA, PHS 

EMBASSY APPRECIATES DR. WEINROTH S SENDING REGULATIONS 
(FEDERAL REGISTER, VOL 38, NUMBER 198, PART III) WITH WHICH 
TEAM WILL SEEK TO ASSURE COMPLIANCE. EMBASSY WOULD 
APPRECIATE RECEIVING ANSWERS TO OTHER QUESTIONS IN PARA 
THREE OF REFTEL: NAMES OF ENGINEERS WHO WOULD COME, NAMES 
OF MANUFACTURERS THEY WOULD VISIT, AND INCLUSIVE DATES OF 
VISIT. 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC COOPERATION, LABORATORY EQUIPMENT, SCIENTIFIC VISITS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 SEP 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TOKYO11801 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740253-0005 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740954/aaaabtnt.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: TOKYO 10924 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 06 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 JUN 2002 by maustmo; APPROVED <29 JAN 2003 by martinjw> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ENGINEERS' VISIT TO JAPAN: CONTROL OF RADIATION FROM MICROWAVE OVENS 
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